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SECRET 

OXCART 


25X1 A 


Copy I) of // 

9 November 1966 


MEMORANDUM FOR: 


SUBJECT 


1. The meeting scheduled for 10 November 1966 at 1300 
has been postponed until 16 November 1966 at 1300 in the 
OSA Control Center. 
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2. OSI and OEL have been requested to furnish their 
requirements for SIP data at the 16 November meeting. 


3. The Project mo nitors for [ 


should have the requested test plans 
available for this meeting. , 
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#1 - AVD/M/OSA 

#2 - ASD/OEL 

#3 - AND/OEL 

#4 - OSI 

#5 - R&D/OSA 

#6 - OXC/O/OSA 

#7 - INTELL/OSA 

# 8 - COMMO/OSA 

#9 - D/M/ OSA 

#10 - D/M/OSA (Chrono) 

#11 - RB/OSA 
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